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LaKeshia Parker 

Assistant District Attorney, Suffolk County 
Dear Ms. Parker, 

Encjo^d is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. ^g^^^rds with analytical results for sample #’s 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 


GC/MS testing forj^^^^HH^^^^^HHIwas performed by Dan Renczkowski. 
GC/MS testing forUB^BwasperformedbyPeter Piro, All other analyses were 
performed by Kate Corbett. If you have any questions about these materials, please call 
me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: DJR, PJP, CBS 


Folk OIG PRR 068274 









Folk OIG PRR 068275 


BPD Form 0038-BIS 0907 {prev, 1753) 











No. 


Date Analyzed;, 


City; Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def; 

Amount: 

No. Cont: 1 Cont: pb 

Date Rac'd: 03/19/2010 
Gross Wt.: 6.45 


3-SO-10 



Subst; SUB 


No. Analyzed; _ 

l;3- 


Net Weight: 


#Tests.^|^ 





X/VJ2-^ 


Findings: 






No. Date Analyzed; 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 
Def; 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 03/19/2010 
Gross Wt.: 6.22 



Subst: SUB 


Findings: 


No. Analyzed: ^ 

Net Weight; ^ 

#Tesls:-|pj^(^ 

.3bTTR 




cci.n 


Q 


City. Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def. 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 03/19/2010 
Gross Wt: 2.16 


Date Analyzed: _ 


V30-/O 


Subst: SUB 

No. Analyzed: . 

NetWeight:^?."^ 
# Tests: 


Prelim: 


Findings: 


VAerov r\ 









Date Analyzed; f— 7 ' 


City; Boston D.C.U. Police Dept, 
Officer; P.O. Diana Lopez 


573)10 


Amount; 

No. Cont; 3 Cont; pb 
Date Rec’d: 03/19/2010 ^ 


Gross Wt.; 10.22 

3 • 36 ^) 

+ 5\;'a (M) G 

Prelim; F 


SubsLVM 



No. Analyzed; \ 
Net Weight; 


Findings; 




Date Analyzed; ^ j - 7 ;::^ 1 / A 
Ctty; Boston D.C.U. Police Dept ^ 

Officer; P.O, Diana Looez 
Def; 


Amount; 

No. Cont. 1 Cont; burnt cigar 

Date Rec’d; 03/19/2010 
Gross Wt.: -1.06 


Prelim; 


Subst; VM 

No. Analyzed; 

Net Weight; 

^ Tests: 


Findings; 



City; Boston D.C.U. Police Dept. 
Officer; P.O. Diana Lopez 


Date Analyzed; ^ 


Amount; 6.0 
No. Cont; 1 Cont; pb 

Date Rec'd; 03/19/2010 
Gross Wt.; 3.94 


Prelim; 




Subst; TAB 


No. Analyzed; 

Net Weight; 

# Tests ;! H 



FMinss: P 






DRUG POWDER ANALYSIS FORM 












GC/MS CONFIRMATORY TEST 



Revised 7/2005 
Folk OIG PRR 068279 














DRUG POWDER ANALYSIS FORM 


o 



CM< 


PHYSICAL DESCRlPTtON: 




Gross Wt ( 
Gross Wt { 




)■. 


Pkg. Wt: 6(y\^^c 

Ne.W. fi. ?_n?5 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate J_ ]_ 


Marquis 

Froehde's 

Mecke's 




4 - 


4 - 


'i- 


MIcrocrvstaHIne Tests 
Gold 

Chloride_ 

TLTAj;_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS i 



DATE 

3 

T 7 )' 

J 




1 


GC/MS CONFIRMATORY TEST 



Revised 7/2005 


Folk OIG PRR 068280 











DRUG POWDER ANALYSIS FORM 


SAMPLE] 

No. of samples tested: 


AGENCY 



ANALYST 
Evidence WL 





PRELIMINARY TEST RESULTS 
RESULTS 

DATE 7:>\2^\\(\ 


I 

'Z6 





"T- 


GC/MS CONFIRMATORY TEST 
RESULTS 54dMMM 

OPERATOR 

DATE ^ h-J i"^ 


Revised 7/2005 

Folk OIG PRR 068281 

















Sample Name: MDMA STD 


Data File C:\HPCHEM\1\DATA\004F0401.D 


Injection Date : 3/24/2010 2:58:12 PM Seq. Line : 4 

Sample Name : MDMA STD Location : Vial 4 

Acq^ Operator : ASD Inj : 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : 

Multiplier ; 

Dilution : 

Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 

Factor with ISTDs 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-I-I-1 I ---I- 

1 1.091 BB S 0.0116 6.49202e4 8.80800e4 99.56138 

2 1.715 PB 0.0170 286.00699 266,71542 0.43862 


Totals ; 


6.52062e4 8.83467e4 


Results obtained with enhanced integrator! 


End of Report 


Instrument 3 3/24/2010 3:09:12 PM ASD 


Page 1 of 1 

Folk OIG PRR 068282 























Sample Name; MDA STD 


Data File C:\HPCHEM\l\DATA\006F060i.D 


Injection Date 
Sample Name 
Acq. Operator 
Acq. Instrument 
Sequence File 
Method 
Last changed 


3/24/2010 3:29:43 PM Seq. Line 

MDA STD Location 

ASD Inj 

Instrument 3 Inj Volume 

C:\HPCHEM\1\SEQDENCE\CBS.S 
C:\HPCHEM\1\METHODS\ROUTINE.M 
9/17/2009 4:18:41 PM by ASD 


FOR UNKNOWN SAMPLES 

~ 1===r== = 1= = =r = 


6 

Vial 6 
1 

1 pi 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height . Area 

# [min] [min] (pA*s] [pA] % 

--I-I-I--I-I 

1 1.092 BB S 0.0116 6.50284e4 8.80126e4 99,58608 

2 1.625 PB 0.0165 270.28284 252.40121 0.41392 

Totals : 6.52987e4 8.82650e4 

Results obtained with enhanced integrator! 

= =z = = =.=:= = =: 5=1 JP==Z = ===:=:= = = = =□;?==== =— ==1=: = = = = ===== = 

*** End of Report 


==¥=— — = = =: 


Page 1 of 1 

Folk OIG PRR_068283 


Instrument 3 3/24/2010 3:40:43 PM ASD 











Data File C ;\HPCHEM\1 \DATA\008F0801 . D 

Injection Date : 3/24/2010 4:01:00 PM Seq, Line 

Sample Name : BENZYLPIPERAZINE Location 

Acq. Operator : ASD Inj 

Acq, Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 


Sample Name: 


8 

Vial 

1 


1 pi 


8 


BENZYLPIPERAZINE 


F101A. {008F0801D) 


pA" 

350- 

300- 

250 

200 - 

150 

100 

50- 


to 


” 1 — 
5 


jm 




Area Percent Report 




Sorted By 

Multiplier 

Dilution 

Use Multiplier Si 


Signal 1: FIDl A, 

Peak RetTime Type 
# [min] 


1 1,092 BB S 

2 1.655 PB 

Totals : 


: Signal 

: 1,0000 

1,0000 

Dilution Factor with 


Width Area 
[min] [pA^s] 


0.0116 6.61409e4 
0.0155 264,84540 

6.64058e4 


ISTDs 

Height Area 
[pA] % 

-I- 

.69782e4 99.60117 

262.28476 0.39883 

.72405e4 


Results obtained with enhanced integrator! 

End of Report *** 


Instrument 3 3/24/2010 4:12:00 PM ASD 


Page 1 of 1 

Folk OIG PRR 068284 












Data File C:\HPCHEM\1\DATA\0llFl101,D 


Sample Name: BLANK 


Injection Date 
Sample Name 
Acq, Operator 
Acq. Instrument 
Sequence File 
Method 
Last changed 


3/24/2010 4:48:08 PM 

BLANK 

ASD 

Instrument 3 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C;\HPCHEM\l\METHODS\ROUTINE.M 
9/17/2009 4:18:41 PM by ASD 


Seq, Line 
Location 
Inj 

Inj Volume 


11 

Vial 11 
1 

1 pi 


FOR UNKNOWN SAMPLES 


FID1 A. (011F1101.D) 

pAi n 



Sorted By 

Multiplier 

Dilution 


Area Percent Report 


Signal 

1,0000 

1,0000 


Use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl A^ 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

---- 

1 1,092 BB S 0.0116 6.58931e^ 8,64542e4 l,000e2 


Totals r 


6,58931e4 8,64542e4 


Results obtained with enhanced integrator! 

End of Report 


Instrument 3 3/24/2010 4:59:08 PM ASD 


Page 1 of 1 


Folk OIG PRR 068285 














Data File C;\HPCHEM\1\DATA\012F1201.D 


Injection Date 

3/24/2010 5:03:46 PM 

Seq. Line 

12 

Sample Name 


Location 

Vial 12 

Acq. Operator 

ASD 

Inj 

1 

Acq. Instrument 

Instrument 3 

Inj Volume 

1 pi 

Sequence File 

C:\HPCHSM\1\SEQUENCE\CBS.S 




Method : C:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed ; 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 


Sample Name: BlO-03294 


! FID1A 

(012F1201.D) 

i 

i PA3 « 


? 

1 ^ 


i 

R 

1 ^ 

1 

c 


350 

! 



1 1 



300 4 

1 



i 1 

250 -j i 

1 


i 

; 1 ; 

i 1 j 

t£ 


i 

200 4 ^ 

' ^ 

! 


! 

i -i I 

! 

r 

i 

j 

j 150-| J 

i 


i 

1 1 

; ^ ! 



1 ! 

i ^ s 

l m 1 


i 

I 100 ■; 



1 

! 

j 

50 1 : 

1 1 

■ M 

1 

1 

j 

i i 

1 

..Ljj 

L_ __ . 

U 1__ ._ _ .. _ .... ] 

i ‘ ‘ ' ! 

L_„.. ... 1 


2 

" ' T ^ ^ ' 1 ^ ^ ^ ^ ^ 1 ^ ^ ' 1 ' ' I——r- . f 1 . r—1 1 

3 4 6,6 7 8 9 miH 


Area Percent Report 


Sorted By 

: Signal 

Multiplier 

: 1,0000 

Dilution 

: 1,0000 

Use Multiplier & 

Dilution Factor with ISTDs 


Signal 1; FIDl A, 

Peak RetTime Type 

# [min] 

1 1 ! 

Width 

[min] 

! 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

1 

1 

1.092 

! 

BB 

1 

s 

o 

o 

o 

j . _1 

6.70718e4 

1 1 

8.69085e4 

97.81273 

2 

1.544 

PV 

T 

0.0170 

83.86030 

79.94475 

0.12230 

3 

1.666 

PV 

T 

0.0163 

193.58589 

176.42421 

0.28231 

4 

1.704 

VV 

T 

0.0155 

318.40640 

296.37604 

0.46434 

5 

1.719 

vv 

T 

0.0135 

127.34114 

157,25482 

0.18571 

■ 6 

2,545 

PV 


0.0177 

776.65210 

597.33478 

1.13261 


Totals : 6.85716e4 8.82158e4 

Results obtained v;ith enhanced integrator! 


*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_068286 


Instrument 3 3/24/2010 5:14:47 PM ASD 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q1-2010\SYSTEM7\03_29_10\707004.D 
DJR 

29 Mar 2010 8:10 

BLANK 

1 

DRUGS, M 
RTE 



Abundance TIC: 7070b4,b\data,ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS**^ 


707004.D Tue Nov 23 10:59:37 2010 


Page' l 


Folk OIG PRR 068287 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1"2010\SYSTEM7\03_29_10\707005,D 
DJR 

29 Mar 2010 8:23 

COCAINE STD 

5 

DRUGS * M 
RTE 


Abundance 


1000000 ^ 


TIC: 707005*0\dala.ms 

4^26 


aooooo 


2.00 2.60 3.00 3.50 4.00 


j I I 1 ! I I I I I j I I 

4.60 5,00 6.60 


I ) I I I t ) ( g [-ri 1 « j I I { r I' l rrTT-j • r ~T-T-- r -|--i r 

6.00 6.60 7.00 7J0 8.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.326 

1372603 

100.00 

100.00 


707005.D Tue Nov 23 10:59:41 2010 Page 1 


Folk OIG PRR 068288 







Area Percent / Library Search Report 


Information from Data File: 

File Name : P;\Q1-2010\SYSTEM7\03_29_10\707005.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 8:23 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 4,33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance 


#29: COCAINE 



707005.D Tue Nov 23 10:59:41 2010 Page 2 


Folk OIG PRR 068289 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\03__2 9__10\7 07006 .D 
DJR 

29 Mar 2010 8:36 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TfC: 707006.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS^** 


707006.D Tue Nov 23 10:59:46 2010 


Page l 


Folk OIG PRR 068290 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1-2010\SYSTBM7\03_29_10\707007.D 
DJR 

29 Mar 2010 8:48 


KAC 

7 

DRUGS,M 
RTE 


Abundance TIC: 70T007.0\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3.568 

219812 

3.28 

3.39 

4.331 

6489424 

96.72 

100.00 


707007.D Tue Nov 23 10:59:51 2010 


Page 1 


Folk OIG PRR 068291 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29_10\707007.D 

Operator : DJR 

Date Acquired : 2^Ma^2010 8:48 

Sample Name 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS,N 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 

PK# RT Libra ry/1D CAS # Qua1 


1 3.57 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3r5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3.631 to 3791 min.: 707007.0\clata.ms (-) 

I 148 



Abundance #59447: lmldazo[2,1-bjthiazo!0, 2,3,5,6-tetrahydfo-6-phenyl-, (S)- 



707007.D Tue Nov 23 10:59:52 2010 Page 2 


Folk OIG PRR 068292 












Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q1-2010\SYSTSM7\03_29_10\707007.D 

Operator ; DJR 

Date Acquired : 29 Mar 2010 8:48 

Sample Name : 

Submitted by : 

Vial Number ; 7 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4,33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.289 to 4,468 min.: 707007.0\data.nis (-) 



707007.D Tue Nov 23 10:59:52 2010 Page 3 


Folk OIG PRR 068293 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM7\03_29__10\707008 .D 
DJR 

29 Mar 2010 9;01 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance TIC: 707008,D^data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


707008.D 


Tue Nov 23 10:59:57 2010 


Page 1 


Folk OIG PRR 068294 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F;\Q1-2010\SySTEM7\03_29_10\707009.D 
DJR 

29 Mar 2010 9:13 


KAC 

9 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

3.568 

349467 

5.48 

5.79 

4,331 

6032024 

94.52 

100.00 


707009*D Tue Nov 23 11:00:01 2010 


Page 1 


Folk OIG PRR 068295 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM7\03__29__10\7 07 009.D 
DJR 

13 



DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Jvfinimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 


3.57 C;\Database\NIST05a.L 

Imidaso[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo [2, 1-b]thiazole. 


2,3,5,6-tet 014769-73-4 98 

2,3,5,6-tet 006649-23-6 98 

2,3,5,6-tet 006649-23-6 97 



707009.D 


Tue Nov 23 11:00:02 2010 


Page 2 


Folk OIG PRR 068296 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03__29__10\707009.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 9 :13 

Sample Name : 

Submitted by : KAC 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.283 to 4,453 min.: 707009.D\data.ms (“) 

^ 182 

80 


60 



Abundance #29: COCAINE 



707009,D Tue Nov 23 11:00:02 2010 Page 3 


Folk_OIG PRR 068297 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTBM7\03_29__10\707015,D 
DJR 

29 Mar 2010 10:29 

BLANK 

1 

DRUGS , M 
RTE 


Abundance TIC: 7G7016.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* 


707015,D Tue Nov 23 11;00:15 2010 Page 1 


Folk OIG PRR 068298 






Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q1~2010\SYSTEM7\03_29__10\707016 ,D 
DJR 

29 Mar 2010 10:42 

COCAINE STD 

16 

DRUGS.M 
RTE 


Abundance TIC: 707016.0\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.326 

1935393 

100.00 

100,00 


707016 .D 


Tue Nov 23 11:00:19 2010 


Page l 


Folk OIG PRR 068299 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2010\SYSTEM7\03 29 

10\707016.D 

Operator 

DJR 


Date Acquired 

29 Mar 2010 10:42 


Sample Name 

COCAINE STD 


Submitted by 



Vial Number 

16 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 4.33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



707016.D 


Tue Nov 23 11:00:20 2010 


Page 2 


Folk OIG PRR 068300 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM7\03 29 10\707017,D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 10:54 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 707017.D\data.ms 



Ret. Time 


Area Area % Ratio % 


**^N0 INTEGRATED PEAKS*** 


707017.D 


Tue Nov 23 11:00 1 34 2010 


Page 1 


Folk OIG PRR 068301 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

Fs \Q1-2010\SYSTEM7\03_29__10\707018 .D 
DJR 

29 Mar 2010 11:07 

HEROIN STD 

18 

DRUGS,M 
RTE 


Abundance TIC; 707018.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5,967 

1107605 

o 

o 

o 

o 

100.00 


707018.D Tue Nov 23 11:00:38 2010 


Page 1 


Folk OIG PRR 068302 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2010\SySTEM7\03_29_10\707018.D 

DJR 

29 Mar 2010 11: 07 

HEROIN STD 

18 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
t 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 5.97 C:\Database\SLl.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 



Abundance . #37: HEROIN 



707018.D 


Tue Nov 23 11:00:38 2010 


Page 2 


Folk OIG PRR 068303 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM7\03 29 10\707021.D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 11:45 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 70702hD\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


707021.D 


Tue Nov 23 11:00:50 2010 


Page l 


Folk OIG PRR 068304 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29__10\707022.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 11:57 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

22 

DRUGS,M 
RTE 


Abundance 

300000 

200000 

100000 



I I I I ■ I rrf I f-rr-i I I J I I- I pn-rrj’TT i I j ^ i'* i y rm- 

Time-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 6.50 6,00 6,50 7.00 7.60 8.00 8.50 9.00 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

5.962 

58B527 

100.00 

100.00 


707022,0 


Tue Nov 23 11:00:54 2010 


Page 1 


Folk OIG PRR 068305 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\03_29_10\707022,D 
DJR 

29 Mar 2010 11:57 


KAC 
22 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PKf} RT Library/ID 


CAS# Qual 


1 5,96 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 



Abundance #37: HEROIN 



707022,D Tue Nov 23 11:00:55 2010 Page 2 


Folk OIG PRR 068307 
















Area Percent / Library Search Report 


Information from 
File Name t 

Operator : 

Date Acquired 
Sample Name : 
Submitted by j 
Vial Number : 
AcquisitionMe t h j 
Integrator : 


Data File: 

F: \Q1~2010\SYSTEM7\03__29__10\707026 , D 
DJR 

29 Mar 2010 12:48 

BLANK 

1 

DRUGS , M 
RTE 


Abundance TIC: 707026.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


707026.D Tue Nov 23 11:01:08 2010 Page 1 


Folk OIG PRR 068308 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by i 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q1~2010\SYSTEM7\03__29__10\707027 .D 
DJR 

29 Mar 2010 13:00 

HEROIN STD 

27 

DRUGS . M 
RTE 


Abundance TiC: 707027.DWala.nns 



Ret. Time 

Area 

Area % 

Ratio % 

5.967 

1543669 

100.00 

100.00 


707027.D Tue Nov 23 11:01:12 2010 


Page l 


Folk OIG PRR 068309 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM7\03 29 

10\707027.D 


Operator 

DJR 



Date Acquired 

29 Mar 2010 13 ; 00 



Sample Name 

HEROIN STD 



Submitted by 




Vial Number 

27 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries; C: \Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PKlf RT 

Library/ID 

CASlj 

Qual 


5.97 C:\Database\SLI.L 
HEROIN 
HEROIN 


000561-27-3 

000561-27-3 


99 

99 


Abundance 


Average of 6,926 to 6,211 min.: 707027,D\data,ms (-) 



80 

60 

40 

20 


327 


268 


204 


81 


59 


94 


115 


146 




128 


mi jj.i 


162 


174 




238 263 

Ail .Jj, t^1,■ 


310 


284 


369 




' fTT ' i | f-T-T-y-l-T-'f-T■ r 'j t "r'l" r'j ' i'i"i ' V Ti' i' i ' i i' j > 'T' i i | ‘ r i i i ‘ 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


707027.D Tue Nov 23 11:01:12 2010 


Page 2 


Folk OIG PRR 068310 

















Area Percent / Library Search Report 


f>' Z 3- 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04 
P.PIRO 
1 May 2010 
BLANK 


ECSTASY 

RTB 


30 10\714231.D 


1: 46 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714231.D Tue Nov 23 13:06:50 2010 


Page 1 


Folk OIG PRR 068311 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30_10\714232.D 

P.PIRO 

1 May 2010 2:01 

3,4-MDMA STD 

32 

ECSTASY 

RTE 


lAbundance 

I I 

I 15000001 


4] 



TICTT1“4232:D' 


1000000 


500000 




mme-> ' 'ifeo 'ibo'YIo 




9.60 




10.00 10.60 11.00 11.50 


8.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.202 

2674205 

100.00 

100.00 


714232 .D 


Tue Nov 23 13:07:02 2010 


Page 1 


Folk OIG PRR 068312 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File; 

D:\SYSTEM5\04_30_10\714232.D 

P.PIRO 

1 May 2010 2:01 

3,4-MDMA STD 

32 

ECSTASY 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.20 

C:\DATABASE\NIST98.L 





1,3-Benzodioxole-5-ethanamine, 

N,.a 042542-10-9 

91 



1,3-Benzodioxole-5-ethanamine, 

N,.a 042542-10-9 

90 



1,3-Benzodioxole-5-ethanamine, 

N, .a 042542-10-9 

90 


Abundance 


80 


60 


40 


20 


18 


58 


YiweTage lo 4728^ min.: 714232-.D' (-) 


30 42 


77 


135 


ln/z-> °Vo a'o' 'Vo sio ” 6 V'*' 76 "sb 9 ‘q i 6 b lib i 5 o ibblVb 1 io I'bo Vfb i'&"'ibb 2 b 6 " 2 ib 2^0 bbo 24b 25b bbo 27b 2 bF 


I , | g7 : 88 105 ,15123 |, 146 161 176 191 

'++1- • '7T:7r7ir':'i;7’;ir 


281 


Abundance 


80 


58 


~WTf29M: i;^enzodi6x6Te’5-^han^^ N,,alpha.-“dihnMhyr- 


60 


40! 


20 


42 

Mz-> i'b' bb 30 40 ' 60 "e'b“Vb '80 'bb' iboTib i'ib' i5b iVo isb iSbi7b"iS) ibb 2bo 2ib 22b bbo’Ub 25b"2bb 270 280 


77 135 

67 I 89 103 115 I: 149 162 178 193 

' '■ . . ---tXT'TT+T 


714232 .D 


Tue Nov 23 13:07:03 2010 


Page 2 


Folk OIG PRR 068313 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_30_10\714243.D 
P*PIRO 

1 May 2010 4:47 

BLANK 
KAC 
1 

ECSTASY 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714243.D Tue Nov 23 13:09:12 2010 


Page 1 


Folk OIG PRR 068314 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM5\04_30_10\714244.D 

Operator : P.PIRO 

Date Acquired : 5:03 

Sample Name : 

Submitted by : KAC 

Vial Number : 44 

AcquisitionMeth: ECSTASY 
Integrator : RTE 


lAbundance 
I 1200000 

j 1000000 

I 800000 


TrC: 714244.D' 

4 16 
4.20 



Ret, Time 


Area Area % Ratio % 


3.832 535789 13.20 25.04 
4.158 2139337 52.72 100.00 
4.197 1383098 34.08 64.65 


714244.D Tue Nov 23 13:09:31 2010 Page 1 


Folk DIG PRR 068315 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30_10\714244.D 
P.PIRO 

1 May 2010 5:03 


KAC 

44 

ECSTASY 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


3.83 C:\DATABASE\NIST98.L 

1- Benzylpiperazine 002759-28-6 95 

Benzene, (2-methoxyethenyl)-, (Z)- 014371-19-8 49 

2- Phenethanamine, N-benzyl-1-methyl 1000127-89-5 43 


^^bundance 


80 


60 


40 


20 


17 


Avera^of 37799 to 3.916 min.: 714244.DT) 
9,1 


134 


56 


28 42 

Jh. iJn 

6 

liL_ .L 

6 

71 77 

30 40 

50 60 70 80 


85 


97 


104 


120 


!0 lie 


176 


}' 'iho 1^6' 'i% 


185 




JOB 

"3o'"2-r6 


Abundance 


80 


60 


40 


201 


l?38295r'1-Benzyfpjperazine 

9,1 


134 


66 


j j 

28 42 


65 

! 


85 

i 104 

J_. 

120 

oi- 

h: 36, J 50 

.IN i . Hi \ tit 

i|. 

1 ^1 

J J J J ^ 

77 

I , 


Wz-> I'o 20 

i r 1 ' [ ■ j--;--j-i 

30 40 50 

eb 

70 

" '^6 

' 

o 

o 

o - 

120 130 

714244 .D 

Tue 

Nov 

23 

13 

: 09:32 

2010 


176 


146 

i Jj 1^^ 

' 'I , HL-VV-I-T-I.|-T 


1^6 ' 1 ^ 6 ' 25 6 ' 210 

Page 2 


Folk OIG PRR 068316 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data File: 

D:\SYSTEM5\04_30_10\714244.D 

P.PIRO 

5:03 

KAC 

44 

ECSTASY 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2 4,16 C:\DATABASE\NIST98.L 

1,1'-Biphenyl, 4-chloro- 002051-62-9 43 

2-Acetylamino-3-amino-l,4-naphthoqu 013755-96-9 33 

Coumarin, 5,7,8-trimethyl- 1000132-62-2 25 


Abundance. ' ..Average^4.1157 to 4.180 min.: 714244.D (-) 

^ I 

I I 

80 i 


60 

40 


20 


56 


145 




10 20 


28 

Ji,. 

30 


42 




63 


40 50 60 




75 33 95 i05 114 1 35 

e'o ""g'd ’ 'i66' ' 1 ^o *ii6' ’i4o 


172 


230 


152 


159 


;179 


200 


211 


idT"idd' 'i7o ido 2 do"?ld’"So 2 I 0 


Sundance 


¥r257riri ;i’-8lpTen^ 4-chloro- 


188 


80 

60 

I 40: 

I 

oi 

] |-n—ri 1 

m/z-> _10_20 

714244.D Tue Nov 23 13:09:33 2010 Page 3 


28 
' 3'd 


39 

40 


51 

ilr 

50 


63 


76 

i 94 

|i 87 ! 101 

-r-h 4 h-.'. . 


60 70 80 90 100 1 


152 


126 136 144 




162 173 


160 170 180 190 


210 220 


Folk OIG PRR 068317 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30_10\714244.D 
P.PIRO 

1 May 2010 5:03 


KAC 

44 

ECSTASY 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.20 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 38 
1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 37 
Butanoic acid, 2-amino-, (R)- 002623-91-8 9 


K&ijndance 


80 


58 




60 


401 


20 ! 


14 30 42 ij 67 88 95 103 113120 128 ! 149 160 169 ^77 191 201 


77 

I 


135 


201 


231 


^I’O '' 20 ' 3 b ' 4b 5'0 ' ' 60 ’ 7 0 ” e'o " 90 T 6 o 110 ’i^q' '136 ^1^6- ’2^0 H q 240 

jAbundaTTce" .. ^ 


6S 


flfBOW 173“Ben'zdbibxble^5-el}iananT]!^ 


aoi 


601 


40 


20 


30 A<^ 51 ! 77 135 

. X L | j i 65 69 93 1 05 .. 147 162 191. ^ 

r’"ur'^g.(j ''s'o"b'd iio''i-io''lio'’i5o i^o'’i5o"i^6 'li'b''1^6’ ido' 260' 2-16' 2^0 230' 


15 


Mz-> 10 20 30 


714244.D 


Tue Nov 23 13:09:33 2010 


Page 4 


Folk OIG PRR 068318 
























File 

Operator 
Acquired 
Instrument 
Sample Name 
Wise Info 
Vial Number 


D:\SYSTEM5\04_30_10\714244.D 

P.PIRO 

1 May 2010 5:03 using AcqMethod ECSTASY 

DRUG LABO 


44 


Abundance 

I 1200000 
I 1100000 
I 1000000 

i 900000 

i 

800000 
700000! 

I 

600000j 
500000 i 
400000 
300000 
200000 
100000 


Abundance 
500000. 


I 


450000] 


400000] 


350000 


300000 


250000 


200000 


150000 


100000 


60000j 


All 6 


TIC:TT4Z441J 


i ! 


\i 


4,20 

I \ 

I \ 


k!me-> 4.b5 4. 




10 


4,16 


4.20 


4.25 


4.30 


4.35 


4.40 


58 


Scan 376 (4.197 m!n):744244.D (-) 


4.45 




-T- 1 —^:-r 


4.S5 4.60 


Mz-> 


q! 15 

U-T-r-y-:-, . I 


30 


42 


51 


77 


135 


10 20 30 40 


50 




r-j-r 

60 


65 71 


70 


'sb’ ’ 


89 


95 


105 


120 


147 


162 


178 


193 


90 100 1 


i1o' 120' ibo' * 1^0 ’ ’ 150 ’ ’ ibb^^b \16 ' lob '260 I 


Folk OIG PRR 068319 
















Library Searched 

Quality 

ID 


C : \DATABASE\NIST98 . L 
91 

1,S-Benzodioxole-S-ethanamine, N,.alpha.-dimethyl- 


S^uWanca 

' 9000 

8000 
7000 
6000 
5000 
4000 
3000 
2000 
1000 
01 

^liridance' 

i 

9000j 
8000 
7000 
6000 
5000 
4000 
3000 
2000 
1000 
Os- 


15 


30 


10 


20 ' 


30 


« T 

40 50 


58 




77 


89 95 105 


120 


60 70 

?^1129‘66: 1,3-Benzodf6xb1e-5‘elhana mine, N,.alpha .-dfmeihy i- 
58 


m 






135 

l|^ 1 47 

i]^^T:^o'' iio’ Uo' ”"" 


162 __ 178 

’ i^o" ’'l70'"l& 


10 20 


42 51 

■1 I., - r— 4 -' : i 

30 40 50 


65 71 

6O' Vb' 


77 

I 

,!| = , 

8’0 


89 95 105 


135 


90 


120 j! 147 163 178 

1(1)6' ii'6' i^o loo'^U'c’ Uo'^ieo ’i%’"i^6’ 


^193 _ 

160' ’ 266 


193 

1^6 '266 


Folk OIG PRR 068320 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_30_10\714246.D 
P.PIRO 

1 May 2010 5:33 

BLANK 

1 

ECSTASY 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714246.D 


Tue Nov 23 13:13:51 2010 


Page 1 


Folk OIG PRR 068321 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_30_10\714247.D 

Operator : P.PIRO 

Date Acquired : 1 May 2010 5:48 

Sample Name : 3,4-MDMA STD 

Submitted by : 

Vial Number : 32 

AcquisitionMeth: ECSTASY 
Integrator : RTE 


Abundince..... ..ITCrrf422[7Tr— 

; 4 20 

1500000i 

i I 

I 'i 

looooool 1 


500000 



Ret. Time Area Area % Ratio % 

4,200 2726086 100.00 100.00 


714247.D Tue Nov 23 13:13:54 2010 


Page 1 


Folk OIG PRR 068322 









Area Percent / Library Search Report 


Information from Data Pile: 




File Name 

D:\SYSTEM5\04 

30 10\714247.D 



Operator 

P.PIRO 




Date Acquired 

1 May 2010 

5:48 



Sample Name 
Submitted by 

3,4-MDMA STD 




Vial Number 

32 




AcquisitionMeth 

ECSTASY 




Integrator 

RTE 




Search Libraries: C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 

Minimum 

Quality: 0 

PK# RT 

Library/ID 


CAS# 

Qual 


1 4.20 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

N-Acetyl-3,4-methylenedioxymethamph 1000120-32-5 78 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 


j^bundance 


801 


60; 


58 


Avei^e or4:f501o 


40i 


20 


16 


30 42 

. 


77 


.' 


80 90 105 >1^4^22 


135 


144 158 174 


191 


263 


in/z-> ’ 6*0 ’ 7b ' 80 ' 9b' l5o 1TSTsO l4o"liog5oT^o"g5oT90 2® " 210 ’ ’ 2^0 '25o”24o 2^0 


Abundance 


80 


60 


40 


68 


#112756: 1,3:Be1i>zodIoxo^^ Nr.aTplia/'dTme1byI- 


20j 


Uz-> ° Vd"2'd" 3 i)' Vo "50 ’'eb ’ 70 ' 80 'bb’ idd'’i'-io 'i^d 'I'ao'*1^0''150 'idd' 'i'^b 'idd' 'ibb 260 bio 220 idd' 24 o 260' 


28 


36 

j 




77 


88 


105 


135 

:l|-r 


178 193 


714247 .D 


Tue Nov 23 13:13:55 2010 


Page 2 


Folk OIG PRR 068323 














